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Wt)c &tgfjt Ikeberenb ^tsiijop UltUtam Cyprian fJtnfeijam, ©.5®., ©.C.3L 

Made Deacon, August 16th, 1868. 

Ordained Priest in S. John’s Cathedral, Winnipeg, February 21st, 1869. 

Consecrated Bishop of Saskatchewan, August 7th, 1887. 

Afterwards Bishop of Calgary; Edmonton forming a new Diocese later. 

Born, November 11th, 1844. Entered into Rest, July 18th, 1928. 
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